FIRST  BAPTIST  CHURCH,  Union  at  Mansfield  Street. 
Established  in  1855.  The  present  building  was  erected 
in  1899.  In  1949  and  again  in  1957  educational 
buildings  were  erected.  The  main  sanctuary  is  one 
of  the  oldest  buildings  in  Brunswick,  Georgia. 
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